7627 Ola Receiver Road 
Frederick MD 21701 

9 - 18-80 


Mr. Fvan Marshall 
20519 Fz'aeland 
Detroit, MT 48235 


Dear Mr. Marshall: 


'.Fnen Harold returns from 
to your letter of 9-10. 
and ia doing very tvell. 


hospital and is back at 
He has just undergone 


As you requested. 


I am enclosing another list of 


work, he will reply 
some arterial repair 


books . 


Sincerely, 


Lillian 'ieisberv 



